Zoning Recodification Working Group (ZRWG) 
Wednesday March 1,2017 
Arlington Town Hall, First Floor Conference Room 
8:00 a.m. - 9:1 5 a.m. 


Facilitator: Jennifer Raitt, Director of Planning and Community Development 

Objectives: RKG has completed Task 2 of their contract, “Zoning Diagnostic”, and will report on 
results. 


What 

How 

Time 


Notes 

Welcome 

Members will share their 
name and name of group 
they are representing 

8:00-8:05 
(5 mins) 


RKG Update on 

Current Status 

RKG will report on where 
we ore in the process. 

8:05-8:15 
(10 mins) 


RKG Recap of 
interviews and All- 
Boards Meeting 

RKG will summarize results 
of interviews and meeting 

8:15-8:30 
(15 mins) 


Presentation of Zoning 
Diagnostic 

RKG will present 

8:30-9:00 
(30 mins) 


Next Steps and 
schedule 

RKG will present 

9:00-9:10 
(10 mins) 


Meeting Summary 

Approve meeting summary 
from 2/1/17 

9:10-9:15 
(5 mins) 


NEXT MEETING DATE: March 15, 2017 at 8:00 a.m. 















